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INFORMATION FROM VaNo (494.3) 


No: 474 23 July 43 


VANO' a [a] information from personal observations. Ammamition production 
diviaion of the Frankford Arsenal near PHIMMDELPHIA. The case shop produced 


oertridge cases in calibres from 20mm. to 155umj daily output: 40mm cages - 2 os... 


[sbout 152 letters unrecoverable] 


aren 20, pale 40, Lp Bd ls Ma 90, 105, 155 mm amd 3, 4, 7, 5 end 6 inches; daily 
for tanks 760, 5 inch shells 250, Thay intend to put 
oe ore en ae ee guns consisting of a body, 
head and ballistio cap with » Mark M72 base fuse. The fuse and detonator shop 
Produces 
[about 46 letters unrecoverable | 


«soos TS (1 Word gaxbled]. The latter is for gms of more than 2h(nm oalibre. 
No. 35 pou [22 ] 


Comenta: [1] VaN0 : Unidentified ocover-name. 


(ai) Toe : i a 
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